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AENA AAA EA A SAS 
Description: Contact Spacer Swivel Part Number: SWA3-500B 
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- INSPECTION SHEET 
Drawing Actual Method of 
Tolerance | f Comments 
Dimension ota mann 00 | Rejet | atados 
|| 0.749 *0.000/-0.009 A NER EMEN NMNMEEENM 
20.188 *0.005/-0.000 NENNEN KENN VEN MNT 
— 10.38 +/-0.010 A NO a 
0.125 0.005 DENM A 
0.313 0.005 A A A 
0.015 x 45° +/-0.010x 0.5 | |  — | | | 
0.625 *0.005/-0.000 ICAO. HIMEN MUN HEREKMN 


Measured by: Checked by: QC Inspector: 


(If necessary) 
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